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l a The following amounts of power were produced in the stations supplying the 
FrankfuTt/Qder 15 KV transmission system during the first quarter of 1948: 


Frankfurt I 
Frankfurt II 
Schdnfliess 
F \%r s tenberg/ Oder 
Mllrose 


4,280,760 IC.7T 
297,360 «- 

1,585,995 15 

261,390 " 

907,020 " 


2* The following are the production figures for anril 1948: 


3. 


Frankfurt I 
Frankfurt II 
SchOnfliess 
F'&rstenborg/ Odor 
! Ylllrose 


1,185,480 F’JH 
28,860 » 
455,590 " 

70,080 " 

348,600 « 


The following are the production figures for May 1948: 


Frankfurt I 
Frankfurt II 
Schflnfliess 
Ftflr s tenb er g/ Oder 
Mfillrose 


1,055,940 mi 
28,160 " 
392,020 « 

58,600 " 
319,850 " 
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